

BUM FITFIR GERMAN FRCT ORy 

Quality is our motto 


QUOTATION 

DATE: 24-08-2019 

To: Al Bader Construction & Steel Works W.L.L 

New Salata, Building no. 74, Zone 40, 
street 983 

P.O. Box: 23451 | Doha - Qatar 
Attn.: Mr. Linisan, Purchase Officer 


Dear Sir, 

We are pleased to quote our best prices against your inquiry for the following 
items. 


# 

DESCRIPTION 

Price 

Unit 

Qty. 

Amount 

1 

96 mm uPVC 90° Long Radius Bend 

13 

Nos. 

100 

1300 

2 

96 mm uPVC PIPE 

41 

Length 

50 

2050 

3 

96 mm PVC Coupler 

5 

Nos. 

100 

500 

TOTAL AMOUNT 

3850 

Three Thousand Eight Hundred & Fifty QATAR RIYALS ONLY. 


We hope our offer will meet your approval. 


With Best Regards, 


NAEEM UL HASSAN 


Sales Executive 

















